From: 

Sent: 

To: 


Medina, Nicole (DPH) 

Friday, June 29, 2012 2:54 PM 

Salemi, Charles (DPH); Lawler, Michael (DPH); Tran, Mai (DPH); Corbett, Kate (DPH); 
Frasca, Daniela (DPH); Glazer, Lisa (DPH); Saunders, Della (DPH); Piro, Peter (DPH); 
Lleshi, Hevis (DPH); Phillips, Gloria (DPH); Sprague, Shirley (DPH); Zanolli, Janice (DPH) 
Subject: FW: letterhead 

Attachments: Letterhead with Seal state police.doc; Drug Cert with Seal state police.doc 


Attached are two files with letterhead, they are the same so you can copy and past your noto to the drug cert one. 


Nicole E. Medina 
Chemist II 

Mass. Dept, of Public Health Drug Laboratory 
305 South Street, Jamaica Plain, MA 02130 
phone: 617-983-6630 
fax: 617-983-6625 


From: Medina, Nicole (DPH) 

Sent: Wednesday, June 27, 2012 8:49 AM 
To: O'Brien, Elisabeth (DPH) 

Subject: letterhead 

Both of these are the same at this point, people can add there noto stuff to the one with the drug cert. 

Nicole E. Medina 
Chemist II 
DPH-Drug Lab 
305 South Street 
Jamaica Plain, MA 02130 
Phone: 617-983-6630 
Fax: 617-983-6625 
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